25X1A 


25X1A 


25X1A 


25X1A 


25X1A 


25X1A 


25X1A | 


25X1A 


SX1A 


OX 1A 


Approved For Release bes SEGRE E coosceroewiena 00-0232 


TO 
FROM 


SUBJECT 


1. 


2» 
3. 
he 
5. 
mission 


cameras 
time of 


oe 


e 


30 October 1956 


: Chief of Station, 


: GENERAL ~ OPERATIONS 


Specific: BE :o::2nc0r's Report) 


This is Commander's Report 
‘lown on 29 October 1956, 


Mission planning, preparation and briefing: Excellent. 


BE 2 2:2 0rnance : Superior. 


Weather: Essentially as briefed. 


2: => successful until completion of 
and letdown. Scan motor burned out at this time. 


R=6 and V-8 


successful. V=7 
failure, 


camera shutter broke, Unable to ascertain 


6a Heavy activities throughout the mission. This may 
or may not be due to the use of pre-amplifiers. Several signals not 
previously noted were present this mission. 


Te BE «<20rnance: Excellent. 


8. 


of shutter failure kn 


ORIGINATOR, 


Summary: 


a. Take delivery instructions inadequate. Have requested 
clarification. 
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bs In fut ott tino end place 
OWN. provide Headquarters more information 


for replanning purposes. 
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